RECOMMENDED 


MECHANIC’S NET PRICE LIST 
NO. HA-974-2 
® EFFECTIVE SEPTEMBER 30, 1974 


ha TOOLS 


This Price List Supersedes All Previous Price Lists and Applies to Catalog No. 530. 


PRICES are subject to change without notice and to all applicable federal and state taxes. 


WARRANTY: We warrant Husky Hand Tools to be free of defects in workmanship and materials under normal use and 

service. Our obligation under this warranty is limited to replacing, without charge, any tool found to be defective, provided 
that such tool is promptly returned to our factory, transportation prepaid. We shall not be liable for direct, indirect, special 
or consequential damages arising from such defects or for replacing any tool which has been abused or misused. 

THE ABOVE WARRANTY IS IN LIEU OF ANY OTHER WARRANTY, EXPRESS OR IMPLIED, INCLUD- 
ING ANY IMPLIED WARRANTY OF MERCHANTABILITY OR FITNESS FOR A_ PARTICULAR PUR- 
POSE. 


Cat. Mechanics Wgt. in Lbs. Cat. Mechanics Wgt. in Lbs. 
No. Price DESCRIPTION Per Unit No. Price DESCRIPTION Per Unit 
CARBON WRENCH CLIP SETS ALLOY SOCKET WRENCH SETS (Cont’d.) 
2945 J Bes CLI BOX BIND sg 5) oe itn oS or tee 1.66 9109 13:29" 8°Po: HEDrive Set sciwawccter. sae 2.41 
2955 4.41 Dimer OpMITeNntl.. co. cn tek ce eee 78 9113 24:66". 18 PoseeDriva Gothen: coca ~~: 1.26 
2956 6:08=. 6'PcrOperbndiens 8. 1.13 9121 34.83- 20'Pc. = Drive'Set.. 4.05.0... 5.25 
2966 8:12) <6; PecOpenibndends 18 eed... 1.59 9123 28.57 22 Pc. & % Drive Set.......... 4.13 
2975 6.93... 5 Pe: Combination: 16.5... 02.2... .94 9201 296:32°) 1OMRGA ies ere She SOti wc cee cas 66.54 
2976 8.26 6Pc.Combination....... Se Ne te 1.04 9209 (O72. --SiPEL AY Drive'Setanenieccs ves. 4.28 
2985C 5.15; 5 Pc. Met. WriClip'Set: ...05.¢.... 74 9215 36.81 14 Pc."4" Drive Set... .-.6..6...45 7.67 
2986C 6.57. 6 Pc. Met. Wr. Clip Set............ 1.04 9221 56:81" 20 Pc. hi Drive:Sete orc. es wa 16.67 
9221SB 53.98 20 Pc. fh" Drive Seteics nia 8 ay 
9238 615335 88 Pein ht ee Di Set wks 8 5 
ALLOY FLAT WRENCH SETS 9271 177.84 71Pc. he. PAGE Sot cc Miele css 33.45 
4001 12.49 6Pc:OpenEnd ..........0..0060. 1.92 Saath ae bio gite onekee  ee ae 
4003 19.86 8Pc.OpenEnd.................. 1.15 9410 11.B2: Ope et Drive@ertenic Ret 
; c. 4" Drive Set Metric.......... 1.08 
4004 1O:O3> “6 Pe LONG BOEING. 3. os ove were wks 2.20 9412 1235 12Pc. %" Dri F 
> Dro ; c. %' Drive Set Metric ........ 1.30 
pst 19.27, GRE COMPIRBOON, ess one 2 1.76 9414 21.96 13 Pc. % Drive Set Metric 3.13 
4008 28:97- —“1il@Po. COMPINAUON, oa ts creeps seas 5.50 ; en SRD eas Seog hl eon SO eee Tg , 
pit 50.62 14Pc. Combination .............. 10.91 
401 19.37 9 Pc. Metric Combination Set...... 2.11 
4057 16.69 7 Pc. Metric Combination ......... 1.33 HEX KEY SETS 
4063 28.32 11 Pc. MetricCombination........ 3.71 HK-7 2.20 7 Pc. Hex Key Set Metric.......... .28 
4065 NGSCS— GIG MGtRROLE. cco cuns teeta oe 1.82 HK-10 1:86. 10 PC HEX KGY SO. oye cece epee oe 52 
SCREW DRIVERS METAL BOXES 
5713 S9SP- “SerROUNG Shanks temica re cca g ice «> 15 12100 1VOBe AOU THB ia. shes oT 6.69 
5714 1265 - "AE RGU SWANKGs ats os ees a .20 13257 4.652 iit Sy ABR ite SS OS hs ot 2.53 
5716 T3307" 6 ROU SHBUK m0. 05 > 0's heya ee .24 13265 1.92 Ty Pi eae Poe LEY a Ls Per (52 
5718 Pee 6 ROUNG SNOUK ce: «i aes wus eo ~< 52 13267 445 10"x3"x1',". 1.31 
5721 NOS AT SUD Bye ti etc. cis tec cn ces 11 13268 3.84 ae x3 J," x1 1.57 
5724 1.38 4" Square Shank................. 22 13657 NDR! LOU EROS As. cet ere aie 50 
5726 T7Oo =O. SOUBIO SHENK... vf a1. see 36 43 13658 2iAS > MOL NGM KT ese KOEI ce os 1.03 
5733 T40f dieses akc.) 3101 5 valerate pacar grat ieee .14 14540 8108) USE anBi ee ciscercics oe sen gece 4.00 
5736 Bir il 0 lag a, 3" 1 anagem nee 15 30331 8.53 GR SEp Cs ("bs BA es SAGA Eee 3.99 
5742 Wt SDR ERPS 9, ssh cern hice, cyusiqnet ws 14 30750 a Fed 0 ay Ake’ 216 Lye ee: Os aa amar ei .76 
5743 168:. No.2 enillips..:>.:....- as .20 31058 21.23 EARS 2 2 MES a Om 12.13 
5752 ROD Ne OLRM UT CHD. rors os «vir nace se .03 31059 BOISOn 227 TO EXO ya roocs J ascmies ate 34.94 
5760 5.56 5 Pc. Screw DriverSet......:..... .80 31061 SHON ORR RIEL aaa inns ic's engy ae tess 1.23 
5761 7.56 7 Pc. Screw Driver Set............ 1.01 31063 RF Ope bby ASS“ KAR Eon Sa aren 
SD-60 4.91 7 Pc. Screw Driver Set............ 1.39 
ADJUSTABLE WRENCHES 
ALLOY SOCKET WRENCH SETS A-4 485-4? lentitngita thx hs feos 25 
7410 20:26: ..10:Pon%' Dr KSRSet:... ac.c...7 2.21 A-6 O:28: = \OWMMOMEMIN oki. acetis os kites .26 
7410X 20.26 7410 Skin Packed Display......... 2.21 A-8 5.703, (SA Merge a. fk kek i. tree ween .50 
7421 29.05 21 Pc. %," &%" Dr. KSRSet....... 3.60 A-10 7.17 10" Length. .............6e. eee, 91 
7421X 29.05 7421 Skin Packed Display......... 3.60 A-12 10.20. 12" Length...............0...00s 1.59 
8510 17.86 10Pc.%" Dr. Metric Set .......... 2.15 A-15 16,92: 515" Length. (i228 ..',...: 3 3.42 
8510X 17.86 8510 Skin Packed Display......... 2.15 AP-8 4.75 8" Pipe Wrench........... 7 
8514 25.35 14Pc.%’ Dr. MetricSet.......... 3.18 AP-10 5.92 10” Pipe Wrench 1.43 
8514X 25.35 8514 Skin Packed Display......... 3.18 AP-14 7.76 14” Pipe Wrench 2.96 
8615 17.86 15 Poy Drive Sete... ose arses 1.53 AP-18 11,18 18” Pipe Wrench 4.41 
8615X 17.86 8615 Skin Packed Display......... 1.53 AP-24 19.31 24” Pipe Wrench 7.59 
8710 VHS62* 10 Pci ONVve:Sdtec!... . ge eee s 2:24 AP-110 8.06 10” Heavy Duty Pipe Wr........... 4.45 
8710X 17.86 8710 Skin Packed Display......... 2.21 AP-114 10.81 14” Heavy Duty Pipe Wr........... 3.51 
8714 26:362> 14: Poe Drive Sotae sic ys os «sc 3.56 AP-118 15.66 18" Heavy Duty Pipe Wr........... 5.78 
8714xX 25.35 8714 Skin Packed Display......... 3.56 
8721 B2:bO = 2A Por ne ONY SObos cerca s corte isa 4.99 
oisie age e724 Skin Packed Display. ........ 4.99 ¥%,"° SQ. DR. SOCKETS AND ATTACHMENTS 
6.26 14Pc. 4’ Drive'Set...2...0....... 6.39 3 yn ; 
8814X 36.26 8814 Skin Packed Display.......... 6.39 eo te gtag eee SEE us 
8921 28465 21a ks Di Set, . nes setae 3.60 CB-21 O47. -GSoctevanecns® =e 93 
8921X 28.46 8921 Skin Packed Display......... 3.60 CB-22 313¢. 14:See tension Oh. ee, '30 
9013 47°54 * “42-Pc>Y,” Drive’Sets 20S. 225 ee 1.33 CB-45 925 7," Standard Ratchet... ee 66 
9023 27,33. °22 PoweeDiveSate:.<... S246. 2.50 CB-45R 4.06 Rey aPidresc: xan. tN “49 
9108 23.70 7 Pc. %" Drive Set.............05- 1.59 : : i a ; 
as CB-46 11560: = 72 RSiRiBamOnet ota ae 66 
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Cat. Mechanics Wogt. in Lbs. Cat. Mechanics Wogt. in Lbs. 
No. Price DESCRIPTION Per Unit No. Price DESCRIPTION Per Unit 
¥," SQ. DR. SOCKETS AND ATTACHMENTS 
uo , ‘4 . . 
3° DR SOCKETS AND ATTACHMENTS (Cont’d.) (Cont'd.) 
CB-51 5.09 10° FlexcHandie:. ccs... at hs we .60 CH-45R 9.98 RepainKit? tee oa. sae cavstsye cies .69 
CB-54 12.41%" Drive Flex Ratchet............. .91 CH-55 15.40 19 Flex Handle.................. 3.70 
CB-60 4:37. Universal Joints. . i ivcce tesa -16 CH-70 8.77 18” Slide Tee Handle............. 3.34 
CB-64 15.40 K.S.R. Flex Ratchet............... .91 CH-82 3.68 %,’ to ',"" Red. Adapter ............ .62 
CB-80 1.80  %" to 4” Red. Adapter ............ .07 GH212340 3.36) <1) 212 (Pt Socket mare house 49 
CB-81 1.96 %" to 4,” Inc. Adapter............. 12 CH-1236 3.46 114" 12 Pt. Socket..............4- 52 
CB-85 4.16 KO"Speetion 46 22.906 Tid .89 CH-1238 3.58 The 12 Ptisocketa yy’ SY¥. 7.212 .62 
CB-1210 HOD ig: tind euPR SOCKS oktcs:capreuse ake 04 CH-1240 3.68 1G OL At OGekatrracieuriste sist .63 
CB-1212 1.05 MERC QLETROOCKO Cte a oogie ie os Sinus .04 CH-1242 3.78 1%." 12 Pt. Socket 65 
CB-1214 1.05. e" 12 Pt. Socket .... 0.0... .05 CH-1244 4.00 1%" 12 Pt.Socket................ A 
CB-1216... 1.05 {412 Pt. Socket.....c0.-.. 000-6 06 CH-1246 4.45 14," 12 Pt.Socket...-........... 78 
GH1218) > Obi aral2Pt Sockety sees 10 CH-1248 487 114" 12 Pt. Socket................ ‘89 
Ge1220 C14b! MY" t2PL Sockets... 2 oii. 11 CH-1250 509 1%,"12PtSocket.. 92 
CB-1222 1.32 whe. 12 PtSocket. consis a... es 15 CH-1252 5.56 1p" 12 BtSockets345 $9 422.000 .95 
oe aan ‘ ts if, is Aa Sosa : Jt hnrheenes es By eis ona oe , ue, 4% aay RnR ene tits aaa : 19 
s z ls MID PS OCKQE ie a4: tote. 22 alee oes ; - F Pes It SOCKSts. ee ae . 
CBD-614 1.62 hs’ GIP DDT SOCKOLo ssn ee ts .05 CH-1258 6.77 1h" TO PRSSOURGte ee en 1.42 
CBD-616 1.62  /,"6 Pt. Dp. Socket..............- .13 CH-1260 TAA. Tees PiiGocketa sett en 1.42 
CBD-618 1.66 ds” Gita PeSOCKOlicsrentitecinererctesenns a CH-1264 B40. —~ 2°12 PL-SOCKC toe eicrseen meee 1.80 
CBD-620 1.76 iL GiPtIOPzSOcKet-5 14.95. be bec. e : 
CBD-620S 257 ‘%’ Spark PlugSocket............. 22 
CBD-622 1.90 iy" 6 Pt. Dp. Socket ......-.-.-.. 25 ¥,° SQ. DR. SOCKETS AND ATTACHMENTS 
eet. Roe Ree OS ERES cM-20 1.74 6" Socket Extension.............. 14 
CBD-626 2.27 ite G Pts SOCKOL nas crete aetcre .38 es I 
CBD-626S 257 "9, Spark Plug Socket 29 CM-23 1.32 2” Socket Extension..:........... 06 
; ss bel ge ii i eae ae ‘ CM-38 4.35 Flex Spinner Handle.............. 13 
CM-45 7.07 5” Standard Ratchet.............. 21 
or -4 R . i NUT SONG ah eke 8 claves ales . 
i" $Q. DR. METRIC SOCKETS Se 2s wena: ae * 
CBDM-609 1.70 %" Dp. MetricSoc.9mm.......... 10 CM-64 DAZ HBO SpinneneanGlesn:, sewise seca 122. 
CBDM-610 1.76 % Dp. MetricSoc.10mm......... .10 CM-80 1.84  '," to %" Inc. Adapter 04 
CBDM-611 1.80 %' Dp. Metric Soc. 11mm......... 12 CM-606 734 Yet PeiSockét.... olla... 02 
CBDM-612 1.86 %' Dp. Metric Soc.12mm......... 14 CM-607 A/S © he GIPTESOCKOLATL a ar etal .03 
CBDM-613 1.90 % Dp. Metric Soc.13mm......... 14 CM-608 LS. 2 A VOIPteSOCKOteRrciin nea 03 
CBDM-614 1.96 %" Dp. Metric Soc. 14mm......... 16 CM-609 O77 WEE Pie sGakat lcd 1 eerien gies 03 
CBDM-615 2.00 %' Dp. MetricSoc.15mm......... 19 CM-610 TT: of AGP Sonkat re ay seen 03 
CBDM-617 2.06 % Dp. MetricSoc.17mm......... 25 CM-611 77, WAGE Socket oir net on eiee os 04 
CBDM-619 2.23 %" Dp. MetricSoc.19mm......... .32 CM-612 EBS7 <6 PL Sockater ean saris arene: 04 
CBM-606 hr 6 Pt. Metric Socket 6mm.......... .04 CM-614 83 WCB Pt SOCKOIES calipers oe maar 05 
CBM-607 1.22 6Pt.MetricSocket7mm.......... .04 CM-616 83 UG Pte SOCK Eten aici a Kae ures ee 06 
CBM-608 26 6 Pt. Metric Socket 8mm.......... 04 CM-808 79 ne RPE ASOCREER tat iok fe ce ocanak oe 04 
CBM-609 1.26 6 Pt. Metric Socket 9mm.......... .05 CM-810 79 Foe Pte SOCK atir< te nica REN ee 05 
CBM-610 1.30 6 Pt. Metric Socket10mm........ .05 CM-812 19°. SIP SOckatratir cco ee 06 
CBM-611 1.30 6Pt.MetricSocket11mm........ .05 
CBM-612 1.32 6 Pt. Metric Socket 12mm ........ .06 
CBM-613 1.32 6 Pt. Sab ae haley Oe ee 4 METRIC WRENCHES 
Say aAR SS A a i a tei ea CCM-9 1.94 Met. Comb. Wr. 9mm... 10 
CBM-615 1.36 6Pt. Metric Socket15mm........ nef | 
; CCM-10 1.98 Met. Comb. Wr. 10mm............ .09 
CBM-617 1.42 6 Pt. Metric Socket 17mm ........ .13 
CBM-619 1.46 6 Pt. Metric Socket 19mm we 47 CCM-11 2.06 Met.Comb. Wr.11mm............ 11 
: 3 eae CCM-12 2.31 Met. Comb. Wr. 12mm..........-. 16 
CCM-13 2.51 Met. Comb. Wr. 13mm............ 16 
ALLOY FLAT WRENCHES COM-1s 271 MetCombWrismm... 00.30 
CC-12 1.84  %x%" Combination .............. 10 CCM-17 2.83 Met.Comb. Wr.17mm............ 37 
CC-14 1,92 he Xho’ Combination...........-- 12 CCM-19 3:13 Met. Comb. Wr. 19mm............ 48 
CC-16 2.16  "x'," Combination .............- 21 CCM-20 3.48  Met.Comb.Wr.20mm........... .60 
CC-18 2.33 ‘he’x/he” Combination............. .22 CCM-21 3.78 Met.Comb. Wr.21mm............ 57 
CC-20 2.49  ‘%'x%," Combination ............-- 31 CCM-22 4.35 Met.Comb.Wr.22mm............ 73 
CC-22 2.67 "hex" he’ Combination..........-. .39 CEM-67 1.70 Met. O.E. Wr. 6x7mm............ .07 
CC-24 2.93  %'x%, Combination ............-. 47 CEM-89 1.78 Met. O.E. Wr.8x9mm............ .08 
CC-26 3.38 — "46"x"he Combination............ 59 CEM-1011 1.88 Met. O.£. Wr. 10x11mm.......... 13 
cCc-28 3.90 ‘4x’ Combination .............. .70 CEM-1213 2.02 Met. 0. E. Wr. 12x13mm.......... 16 
CC-30 4.55 — “he"x'he” Combination............ 91 CEM-1415 2.16 Met.O.£.Wr.14x15mm.......... 27 
CC-32 5.01 1x1" Combination..............- 1.13 CEM-1719 2.73 Met.O.E£.Wr.17x19mm.......... At 
CC-34 6.65 1 he"x1 hs Sih area petite oles a. CEM-2022 3.94 Met.O.E. Wr. 20x22mm.......... 69 
CC-36 7.25 1h xt'," Combination®....05...... : 
Ccc-40 8.39 1 wx i’ Combination............ 2.00 
CD-1214 1.92 he x/ho Lg. semstinst ig RAT 2 CHISELS AND PUNCHES 
Fs sad ae at es i eid a cP-1 igo ) KR Gold Chien ste tec ic. ga en. MW 
CD-1618 = 2.37 /"x’e" Lg. Bx.-Mod. Offset........ 127 fh. i 
CP-2 1.68 ees GOIG GRISEN sai «:csg.cte 5% 0 «ape gare ss .25 
CD-1820 2.53 Yie'x’h'" Lg. Bx.-Mod. Offset........ 34 L. i 
ry CP-3 1.92 fe GOI Chisel ren joc aed gn .37 
CD-2024 2.97 “4x, Lg. Bx.-Mod. Offset ........ A7 be. i 
3 CP-4 2.47 Ta GONG) CHISQD ia% cen sss go a's Syepsaeee os .60 
CD-2224 3.21 “he x” Lg. Bx.-Mod. Offset....... 52 
1 7 CP-10 T.46 Genter PUnGh sy tarecaerciaes ss eee repos 15 
CD-2628 3.54 416 'x'h Lg. Bx.-Mod. Offset....... 73 ro ¢ 
ay cccascay CP-20 1.52 S Pt Pin: Runch:...is0ccae ce. .08 
CD-3032 4.65 ,5'x1" Lg. Bx.-Mod. Offset....... ‘76 £,, r 
tiie sity CP-21 1.54 age te PIN RUNGHS sper os Gepicen + .09 
CE-810 1.68 We Khe’ Openibnd®s. 44...28.0.8.. .06 $2, ! 
Meta CP-22 1.60 Ae PtcPin PUN. 0a oss. sages. 14 
CE-1012 1.74 MERELY OpemEnd’ Abi iadcl... 07 As ; 
3p 7 CP-23 1.68 foots Rin. PANG xr. cog « 21 
CE-1214 NBA “SeREBOpensEnd: ss acvecss acess 13 (” Pt. Pi 
7 yer CP-30 1.96 8” Aligning.Punch .« ..2... 245 cc... 21 
CE-1416 1.88 eeX pA ODOMGNG ccs ut ace te. «sce 17 CP-31 206 9” Aligni 
yey) “ i iGningPunGh «es oom ceo .39 
CE-1618 2.02 £ Xho.” Mere ead: 7040. Feed .22 todd 
CP-40 1.48% “-Scribing:Punsnicc sca sss cer nee So 14 
CE-1820 223) CRE ODBMEDG ste sc ype rele .27 CP-50 707 5 Pc. Punch & Chisel Set 94 
CE-1922 DCB er pO DOM EN Gs tgs ccasretesge since 33 : : Gr RUAS WSOP DOE: cee ater es . 
CE-2024 7 fa xt" (@yov-1 101 12 ( Ne Se perce esr a 
- i aX fave isms caustosis 2s coeye: os cop 5 we 
Cezeze 3.34 Aue’ OpenEnd ss 36 i,"" SQ. DR. SOCKETS AND ATTACHMENTS 
CE-3032 G71 xd OpenibaGns tre. «nee ke: .96 CS-24 2.61 5° Socket Extension.............. .39 
CSs-25 3.21 10” Socket Extension............. .67 
CS-45 10.81 10” Standard Ratchet ............ LIE 
3," SQ. DR. SOCKETS AND ATTACHMENTS CS-45R BI Rapa NG ae ares cts tac recta 16 
Gon SERS Ran Gos hehe ee 1.26 CS-46 13.34 10” KSR Ratchet................. 1.17 
CH-29 7.30 16” Socket Extension............. 2.35 ae pe) se ho ee 1s 
CH-45 27.92 20" Standard Ratchet ............ 4.85 : : a ak a Se ae 


HUSKY MECHANIC'S NET PRICE LIST 


Cat. Mechanics Wet. in Lbs. 

No. Price DESCRIPTION Per Unit 
4". SQ. DR. SOCKETS AND ATTACHMENTS 

(Cont’d.) 

cSs-81 2:39), hstopeeRed) Adapter... sak-5..-- : 16 
CS-82 2:85 L° tage Inc+sAdapter..< ce. i-....- .29 
CS-85 4.71 NOP Seeder ros 1G boos Dearie 1.54 
cs-91 2:57 Dragihink, Socket: .........e.<....+. .15 
CS-150 2010in- 1eOlbes, aDRabkorasWr.. certs. occ 2.42 
CT-1214 1:28) he aigiPt socket nt. «+ gases... < 12 
CT-1216 128k" Scat Pt Sockets ro. 5 Fotis s+ m | J 
CT-1218 M32 aehenle pisoocketreg. iste <tecnee .13 
CT-1220 1.40: 4, 384-12) Pty Sockets iq. cette ee os 14 
CT-1222 1Eb2 i edSsteSooketire tc 24 fenhes ooeh .19 
CT-1224 1:58 <a alee Bhi SOCKOtas as pie peste: .20 
CT-1226 1.68 <n x ule i2cnts Socket: 4-52... .25 
CT-1228 1:8055- fa 12. Pes Socket orf. ssc Gr oae t .26 
CT-1230 1:86). aes BteSocket:4 2.016000 05 .29 
CT-1232 2.04 —stsvt2cPisSocketes fa cocav. a. oc0 sc .39 
CT-1234 218 - Vie A2PtSocket'4 tea. -< <2 .40 
CT-1236 2:33 3345 12 iRteSocket:< =... +9.@.5.-< 47 
CT-1240 2:49: Oly nisl SRA SOCKOD IN. «su eis 49 
CTD-16 243 sede PE DpyS0C. 035.2 SET che oe .34 
CTD-18 QAT © Wet 2: Pt DpirSochy irs «eviews. «SF .30 
CTD-20 2.51 oe A2sPLaD ps SOC. Aswan. «Sq vot ¢ .27 
CTD-22 2:55: Wee 12eRtDp.:Socins . -sges 0. ee .36 
CTD-24 2.59 © Yah. PteDprSoe. >... ire. tag .39 
CTD-26 2:67. Sia GRE DPs SOCS «$58.5 «8, .50 
CTD-28 2.91 The MI Pto PP SOPs hss «-Gipeise<!e Si 53 
CTD-30 BOS al ent DprSOGi vic. iy ars aihite 58 
CTD-32 Silisironle 1 2iPti Dp; SOC. ca... sis arte bebe .68 
CTD-34 BAST MiP eTenPtiDp; Socsa. a-se oso eee ol 
CTD-36 SGObn alt hy 2 ROOps SOC. Ais: Se ortaien .87 
CTD-626-S 2.57 ‘5° 6 Pt. Dp. Spark Plug Socket... 27 


CTM-1215 
CTM-1217 
CTM-1219 
CTM-1220 
CTM-1221 
CTM-1222 
CTM-1223 
CTM-1224 
CTM-1225 
CTM-1226 
CTM-1227 
CTM-1228 
CTM-1230 
CTM-1232 


°o 


°o o 


BYVSS40NY OG Sb OG Ss OOWN2234 


o oOo 


MISCELLANEOUS TOOL SECTION 


%,’’ SQ. DR. METRIC SOCKETS 


1.48 
1.62 
1.78 
1.82 
1.86 
1.94 
1.98 
2.02 
2.06 
2.23 
2.43 
2.53 
2.63 
2.83 


SOD Gr OURS a RN SS Ol 
YoOUWNUM=-DOSOWNNNADN 
MO=2=IRAMDOOYVNWHWWINDO 


6.73 
1.03 

ad 
4.89 
6.06 
6.61 
5.66 
5.66 
4.51 
3.28 
4.85 
8.51 


Thom 2 Pt: Socket... . 6s Scan 
ZIMA 2s PR SOCKOti esse a iscenve sie 
TOMA PL SockOtis 5065.08 gies 
OMIM Ze SOCKEt rs 0.010012 te tee 
ZAiMMsl2 Pt. SOCKEtH 20)... 5:2 were 
Zamna veiPtr Sockets. 17. <\ice0 sts « 
IDOI Dae Pte OCKOL ti. «coie'sievsterw ats. ¢ 
ZAMIMPAIPG: SOCK Etec: reo = 0 sree: 
EMM 2 Rt SOCKOE te icin ccckciadestete 
26mm 12sPt: Sockets. wives ei. ses 
ZAMM LZ RU SOCKOL: . |y... «cccinate-s ac 
28mm) 12 Pt: Socket... ............ 
SOMM lis Pwroocket..cc.cc dean 
DOMME U2 Pt: SOCKEE a. c5c cc oe aie 


PLIERS 


7” Straight Pattern Snips.......... 
10” Straight Pattern Snips ........ 
Fence Pir. & Staple Puller ......... 
Aviation Snips Left Cut............ 
Aviation Snips Right Cut .......... 
Aviation Snips Str. Cut............ 
6” Comb. Slip Joint Pliers ......... 
8" Comb. Slip Joint Pliers ......... 
10” Comb. Slip Joint Pliers........ 
5” Comb. Slip Joint Pliers ......... 
6” Comb. Slip Joint Pliers......... 
8” Comb. Slip Joint Pliers ......... 
10” Comb. Slip Joint Pliers........ 
Diag. Cutting Pliers ............ 
" Diag. Cutting Pliers ............ 
" Diag. Cutting Pliers ............ 
* Linemen’s Side Cut. Plr......... 
* Linemen’s Side Cut. Plr......... 
10” Adjustment Plier ............. 
16” Adjustment Plier ............. 
6), Adjustment Plier............. 
10” Adjustment Plier ............. 
5” Needle Nose Plier ............. 
6” Needle Nose Plier ............. 
6" Needle Nose Plier ............. 
7” Needle Nose Plier ............. 


ONYYAG 


Hackesw Fraime. .c2 oo. 6seen eee 
High Speed Hacksaw Blade....... 
Flexible Hacksaw Blade........... 
Small Jr. Prem. St. Knife .......... 
Small Prem. Stock Knife .......... 
Large Prem. Stock Knife........... 
Electricians nite isc... s:.rreeates 
Medium Jack Knife............... 
Medium Barlow Jack Knife........ 
OU Ritter: WUT OINGIN js anion «asia ecesise al 
16 oz. Wd. Hdl. Claw Hammer..... 
16 oz. Steel Claw Hammer........ 


3 
Cat. Mechanics Wgt. in Lbs. 
No. -_Price DESCRIPTION Per Unit 
MISCELLANEOUS TOOL SECTION (Cont'd.) 
P-190 5.32  160z. Ball Pein Hammer.......... 1.32 
P-195 7.46  320z. Ball Pein Hammer.......... 2.56 
CARDED MERCHANDISE 
(Pkg Qty. 6 unless otherwise indicated) 
2955C 4.65 5 Pc.OpenEnd Wrench Set....... .82 
2956C 6.33. 6 Pc. Open End Wrench Set....... 1.19 
2975C 7.17. 5 Pc. Comb. Wrench Set.......... 1.04 
2976C 8.51 6 Pc. Comb. Wrench Set.......... 1.10 
2985C 5.15 5 Pc. Metric Open End Wrench Set . 74 
2986C 6.57 6 Pc. Met. Comb. Wr. Set ......... 1.04 
5713-C 1.05 3” Round Screw Driver ........... 17 
5714-C 1.38 4” Round Screw Driver ........... 322. 
5716-C 1.42 6” Round Screw Driver ........... .27 
5718-C 2.39 8” Round Screw Driver ........... 54 
5721-C T'S 1)" Stubby Screw Driver ......... 14 
5724-C 1.50 4” Square Screw Driver........... 126. 
5726-C 1.90 6” Square Screw Driver........... .43 
5733-C 1.13 3°’ Cabinet Screw Driver .......... 16 
5736-C 1.28 6” Cabinet Screw Driver .......... .20 
5742-C 1.44 No.1 Phillips Screw Driver........ 16 
5743-C 1.70 No.2 Phillips Screw Driver........ .24 
5752-C .77. Pocket Screw Driver.............. .03 
7101 11.66 > 6 PCSComb. WreSet:.. . 380%... 1.37 
7102 11.66 5 Pc. Metric Comb. Wr. Set........ .67 
7103 11.66 5 Pc. OpenEnd Wr. Set........... 1.15 
7104 11.66 5 PC. Metric Open End Wr. Set..... 1.05 
7557 15.66 Spark Plug Tune-Up Kit (Pkg. Qty. 1) 1.66 
7575 16.63 4 PC. Spark Plug Tune-Up Kit...... 1.58 
A-6C B43)... GA WrOhGtedes > okies a ib AN at 
A-8C 8:86 S Ad WrenGteerea acces ree 57 
A-10C 1.384 AO Ad]: Wrenches. %s<4-asc.. ater .95 
CCB-20 2.04.9 © (BSOCketiEXtensioni. @).). cca. ses 21 
CCB-21 2:63: --6" Socket Extension. 0.00... pe .28 
CCB-22 3.30: -11” Socket Extension... 00.5.0... .35 
CCB-45 9.50 7%," Standard Ratchet ............ .67 
CCB-46 11.74  %" Drive 7‘, KSR Ratchet........ 64 
CCB-51 6:34.00 10 FlexiHandleacs:, miriccotinerss .67 
CCB-54 12.69 %’ Drive Flex Ratchet............. 93 
CCB-60 4:53) Universal JOintin oy cect ae cain pe .18 
CCB-64 15.68  % Drive KSR Ratchet ............ 66 
CCB-80 196 % to fh" Red: Adapter ....c0000..5 .09 
CCB-81 242 & LON NnceAdantelecaac deralan 15 
CCB -I210- 1.2255 ar AiziRtroockete cent. cet 07 
CGB-1212 1122") se nQtPt Socket —--een meres .07 
COB 1214) 1522) Sis 2:-PteSockét ys... centaur .07 
CCB-1216) 1.22.9 “Co 2.PtSocket. .ccnccaaa ee .09 
CCB-1218) 1:22) 4.6 12'PteSocket cc rican te ey .13 
GGB=1220) | £1.40) FCA OR SOCKet sora victim cir s on 14 
CCB=1224- 21:56. na 2 RtSocketvw..ueee te cate .19 
CCBD-612 1.82 he GiPt DprSockets cincctancatons 10 
CCBD-614 1.82 hs” GiPtiDpRSocketi civenc.caau .05 
CGBD-616:. 1:82—" 34-6 Pt. Dp Socket... is... os nn 13 
GGBD-618* 1186 — 7.6 PtuiDpacocketiccc: s.1-.ts a0: .16 
CCBD-620:.-.1.96)— 56-6 Pt:DpiSocketn.. su. .sncas .20 
CCBD-620S 2.77 %'6 Pt. Spk. Plg.Soc............. ie 
CGBD 622) 22:10: =< {eG Pi DpsSocket. nc 2 .25 
GCBDG624* ~ 2:20) 9.16 Pt: Dp: Socketes. jascce rsa .29 
GCCBD626. 2547), G6 PtaDp. Socket ite. tis.0: eres .38 
CGBD:626S' 2:77) © {7c 6 PtrSpkuPlgsSocw..snrs- 31 
CCBM-606 1.38 6Pt.Met.Soc.6mm.............. .04 
CCBM-607 1.38 6Pt.Met.Soc. 7mm.............. .04 
CCBM-608 1.42 6Pt.Met.Soc.8mm.............. .04 
CCBM-609 1.42 6Pt.Met.Soc.9mm.............. .07 
CCBM-610 1.46 6Pt.Met.Soc.10mm............ .05 
CCBM-611 1.46 6Pt.Met.Soc.11mm............ .08 
CCBM-612 1.48 6Pt.Met.Soc.12mm............ .09 
CCBM-613 1.48 6Pt.Met.Soc.13mm............ 10 
CCBM-614 1.56 6Pt.Met.Soc.14mm............ Ai 
CCBM-615 1.56 6Pt.Met.Soc.15mm............ Ras hee} 
CCBM-617 1.62 6Pt.Met.Soc.17mm............ 16 
CCBM-619 1.66 6Pt.Met.Soc.19mm............ 21 
CCC-12 2:00-— _ 3oce Combinationssac nntica0 cae 15 
CCC-14 DOS ieeXy ion COMDINAUOM css eicies 16 
CCC-16 2:335) Weate Combinations arctan acts 21 
CCC-18 DAO) oa iXien GOMMIRAUOO jis <-ti ia te scree .26 
CCC-20 2:65 “4x5. Combination’... 0. + sce. .36 
CCC-22 287s 2 exe ie COMB INAlON sj. cuss ne le 44 
CCC-24 3118. SeepeGombination: eaen aan hee 54 
CCE-810 184 xe Opentendits. cure rte RUG 
CGGE=1214°> 5 2:00) “4 xd NM OpeniEnd ener... wien =i) 
GCEN416%, 2104) -“/-ex/sOpanien@r celts. crane i .20 
CCE-1618> 2:23 44x36 Openiknd een aerate ey) 
GCE-1820) -2:435) — 1/0, COPOMienG cen ernie dns aT 
GCE-2024- -2\91i— x) OpeniEnd 25.28 arn ere 49 
CM-20C 1:94) - 6° SocketiExtension 102m... an .20 
CM-23C 1.48 2” SocketiExtension:....: 6. 01... .06 
CCM-45 7.32 .. 5" Standard Hatchet: oc sc. ce. 21 
CCM-50 S01: 6 FlexiHandles. ncn stents .22 
CCM-64 2.63 6” Spinner Handle................ .26 


4 HUSKY MECHANIC’S NET PRICE LIST | ae 
Mechanics ie Wegt. in Lbs. Cat. Mechanics Wgt. in Lbs. a 
Price DESCRIPTION Per Unit No. Price ‘DESCRIPTION 


Per Unit 


CARDED MERCHANDISE (Cont.) CARDED MERCHANDISE (Cont.) 
CCS-24 2.77 5" Socket Extension.............- 44 CS-150 20.10 4" Drive Torque Wrench (Pkg. 
CCS-25 3.42 10’ Socket Extension............. 75 Oty tics stat een tomeeaerat eal 2.42 
CCS-45 11,09 10” Standard Ratchet ............ 1.23 P-11-7C 4.83 7 Comb. PatternSnip............ 47 
CCS-57 8.65 15” Flex Handle.................. 1.53 P-12-7C 4.53 7° Standard Snip................. 53 
CCS-60 4.57 UIVErSH lOINis st. cle ers dae .32 P-12-10C 5.90 10” Std. Pattern Snip............. 97 
CCS-81 2.55  {h" to 4" Red. Adapter ............ 21 P-14-1C 7.48 10" Aviation Snip (Left)........... .98 
CCS-82 3.01 14" to %," Inc. Adapter ............. 34 P-14-2C 7.48 10" Aviation Snip (Right).......... .99 —_ 
CCT-1214 1.48 ‘he 12 Pt. Socket ............---. 16 P-14-3C 7.48 10" Aviation Snip Str.............. .99 ee, 
CCT-1216~ *-1.48> = "4" 12: Pt-Socket. i)... ee, Fis P-16-7C 6.91 7” End Cutting Nipper ............ .80 
CCT-1218 1.52 ‘%_ 12 Pt. Socket ........5:...--- 17 P-63-6C 2.53 6” Comb. Slip Joint Plier.......... 48 ae 
CCT-1220 1.60 ‘12 Pt. Socket..............--. 18 P-63-8C 3.17. 8” Comb. Slip Joint Plier.......... .63 ‘et 
CCT-1222 1.72 "he 12 Pt. Socket.........-..---- .22 P-63-10C 4.31 10” Slip Joint Plier............... 1.08 
CCT-1224 1.78 %' 12 Pt.Socket...............-- .24 P-65-6C 1.84 6” Comb. Slip Joint Plier.......... 48 
CCT-1226 1.88 ‘fe 12 Pt. Socket........-....--. .29 P-65-8C 2.37. 8” Comb. Slip Joint Plier.......... 65 
CCT-1228 2.00 ‘12 Pt.Socket..............--. 31 P-65-10C 3.01. 10” Comb. Slip Joint Plier......... 1.12 
CCT-1230 2.06 ‘"%_'12 Pt. Socket..............-- .32 P-67-6C 3.01 6" Thin Nose Plier Chr............. 45 
GOtT-1232 —— 2:29" Tacit Socketing nu ay. bee. 43 P-72-5C 5.94 5” Diag. Cutting Plier............. 45) 
CCT-1234 2.43 1)h_’ 12 Pt.Socket............--. 44 P-72-6C 6.57. 6” Diag. Cutting Plier............. Al 
CCT-1236 2.57 14°12 Pt.Socket..............-- 51 P-72-7C 6.91 7” Diag. Cutting Plier............. 59 
CCT-1240 2.73 1/° 12 Pt.Socket............---. 55 P-82-7C 7.01 7° Electrician's Side Cut........... .68 
CCTD-16 2.63 {412 Pt. Dp.Soc...:.........---. 34 P-82-8C 7.98 8" Electrician's Side Cut........... .96 
CCTD-18 2.67 ‘he. 12 Pt. Dp.Soc.............--- .30 P-91-10C 5.96 10” Adjustment Plier............. 86 
CCTD-20 2.71% 12 Pt. Dp. Soc... ...-. 1 eee eee 27 P-93-7C 4.55 6%," RibLock Plier................ 43 
CCTD-22. 2.75 = "he 12 Pt. Dp. Soc. .......-- +--+ .36 P-94-10C 5.60 10” Adjustment Plier ............. 81 a 
CCTD-24 2.79 4% 12 Pt. Dp.Soc...........+++--- 39 P-102-5SC 5.96 5” Needle Nose Plier ............. .22 
CCTD-26 2.87 . '%.'12Pt.Dp.Soc.......-.....-. 50 P-102-6SC 6.04 6” Needle Nose Plier ............. ey 
CCTD-28 3.15 4" 12 Pt. Dp. Soc.............0555 53 P-102-7C 6.08 7” Needle Nose Plier ............. 44 _ 
GCTD:30) 3:28 a ASR. DpeSoGe «...gagense 58 ay 
CCTD-626S 2.77. ‘ye’ Spark Plug Soc............-.- .30 s 


East Coast Whse.: P.O. Box K, Newington, Conn. 06111 @ Phone (203) 667-2241 
West Coast Whse.: 515 W. 132nd St., Gardena, Calif. 90248 © Phone (213) 323-3981 or 323-3984 


